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ACTION SCI-06 

INFO OCT-01 IO-14 ISO-OO AF-10 ARA-16 EA-11 EUR-25 NEA-10 

RSC-01 ACDA-19 CIAE-00 INR-10 L-03 NSAE-00 NSC-10 
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R 131447Z DEC 73 
FM USMISSION IAEA VIENNA 
TO SECSTATE WASHDC 3750 
INFO AEC GERMANTOWN 


LIMITED OFFICIAL USE IAEA VIENNA 10276 

E.O. 11652: N/A 
TAGS: PARM, IAEA, US 

SUB J : DRAFT US/IAEA VOLUNTARY SAFEGUARDS AGREEMENT 
REF: STATE 240398 

ARTICLE 2 OF DRAFT PROTOCOL, AS REVISED PER REFTEL, 

REFERS TO "DATE OF ENTRY INTO FORCE OF THIS PROTOCOL...'" 
PROTOCOL ARTICLE 3 REFERS TO "ENTRY INTO FORCE OF THE 
AGREEMENT..." WE BELIEVE PHRASE IN ARTICLE 2 BY 
ITSELF, AND EVEN MORE SO IN IUXTAPOSITION TO ARTICLE 3, 
APPEARS IMPLY THAT PROTOCOL COULD ENTER INTO FORCE 
SEPARATELY FROM AGREEMENT. IF THIS IS WASHINGTON'S 
INTENTION, PLEASE ELABORATE SO THAT WE MAY BRIEF 
AGENCY. IF IT IS NOT, SUGGEST ARTICLE 2 BE REWORDED 
TO SAY "THE AGREEMENT" INSTEAD OF "THIS PROTOCOL". PORTER 
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Message Attributes 


Automatic Decaptioning: X 
Capture Date: 01 JAN 1994 
Channel Indicators: n/a 
Current Classification: UNCLASSIFIED 

Concepts: AGREEMENTS, NUCLEAR SAFEGUARDS, NEGOTIATIONS 

Control Number: n/a 
Copy: SINGLE 
Draft Date: 13 DEC 1973 
Decaption Date: 01 JAN 1960 
Decaption Note: 

Disposition Action: RELEASED 
Disposition Approved on Date: 

Disposition Authority: elyme 
Disposition Case Number: n/a 
Disposition Comment: 25 YEAR REVIEW 
Disposition Date: 28 MAY 2004 
Disposition Event: 

Disposition History: n/a 
Disposition Reason: 

Disposition Remarks: 

Document Number: 1973IAEAV10276 

Document Source: CORE 

Document Unique ID: 00 

Drafter: n/a 

Enclosure: n/a 

Executive Order: N/A 

Errors: N/A 

Film Number: n/a 

From: IAEA VIENNA 

Handling Restrictions: n/a 

Image Path: 

ISecure: 1 

Legacy Key: Iink1973/newtext/t19731227/aaaaatur.tel 

Line Count: 46 
Locator: TEXT ON-LINE 
Office: ACTION SCI 

Original Classification: LIMITED OFFICIAL USE 
Original Handling Restrictions: n/a 
Original Previous Classification: n/a 
Original Previous Handling Restrictions: n/a 
Page Count: 1 

Previous Channel Indicators: 

Previous Classification: LIMITED OFFICIAL USE 

Previous Handling Restrictions: n/a 

Reference: STATE 240398 

Review Action: RELEASED, APPROVED 

Review Authority: elyme 

Review Comment: n/a 

Review Content Flags: 

Review Date: 29 AUG 2001 
Review Event: 

Review Exemptions: n/a 

Review History: RELEASED <29-Aug-2001 by izenbei0>; APPROVED <14-Sep-2001 by elyme> 

Review Markings: 
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Review Media Identifier: 

Review Referrals: n/a 
Review Release Date: n/a 
Review Release Event: n/a 
Review Transfer Date: 

Review Withdrawn Fields: n/a 
Secure: OPEN 
Status: NATIVE 

Subject: DRAFT US/IAEA VOLUNTARY SAFEGUARDS AGREEMENT 
TAGS: PARM, US, IAEA 
To: STATE 
Type: TE 
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